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HOWT 
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Figure 1-1. Typical T-500 Organ Front View 
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Figure 1-5. Manual Wiring Chart 




Figure 1-6. Pedal Keyboard 
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or the Cymbal input (J4-4) 
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SECTION IV 
PRACTICAL SERVICE SUGGESTIONS 
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SUBJECT: TRIGGER RELIABILITY IMPROVEMENT 
REFERENCE: 124-000170 PERCUSSION BOARD 



Model T-500 
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SUBJECT : RHYTHM III (124-000082) SUBSTITUTION PLUG 
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SUBJECT: CASSETTE KIT INSTALLATION 




RECOMMENDATION 



as' shorn in logic schematic below. The 68K resistor should be installed in 




REFER TO LOGIC, PAGE 5-2, T-500 SERVICE MANUAL 
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FIGURE 5-7 
PEDAL FILTER & DIVIDER 
BOARD 124,000178, 
LAYOUT & SCHEMATIC 




AUTO CHORD 
BOARD 1:4-0001 79. 
LAYOUT* SCI II \1-\I IC 




FIGURE 5-14 
DRUM SCANNER 
066-042874 
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Console (5 82C) Front View 



